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Message Text 



UNCLASSIFIED 

PAGE 01 MOSCOW 02770 141004 Z 
20 

ACTION EUR-25 

INFO OCT-01 ADP-00 SCI-06 INT-08 CU-04 USIA-12 SS-14 NSC-10 

CIAE-00 INR-09 NSAE-00 RSC-01 L-03 COME-OO NSF-04 

OST-04 RSR-01 /102 W 

048544 

R 140940 Z MAR 73 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 7172 

UNCLAS MOSCOW 2770 

PASS TO INTERIOR FOR DR. SLATER 

E. O. 11652: N/A 

TAGS: OEXC, TECH, OCON, UR 

SUB J : EXCHANGES: HYDROELECTRIC POWER PLANTS AND DAMS 
REF: MOSCOW 2408 

GAGARINOV OF USSR MINPOWER CONFIRMED MARCH 13 THAT UP TO TEN 
US SPECIALISTS CAN BE RECEIVED IN USSR FOR FOURTEEN DAYS ON 
SUBJECT EXCHANGE. PERIOD REQUESTED BY US SPONSOR, MAY 13-27, 

IS ACCEPTABLE, AS IS ANY OTHER PERIOD DURING MAY- JUNE. SINCE 
MINPOWER ALSO RESPONSBILE FOR EXCHANGE IN FIELD OF TURBINE 
OPERATIONS, ONLY REQUEST IS THAT VISITS UNDER THESE TWO 
EXCHANGES DO NOT OVERLAP. 

DUBS 



UNCLASSIFIED 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 MAR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973MOSCOW02770 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: MOSCOW 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730328/aaaahtan.tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 MOSCOW 2408 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: ANOMALY 
Review Date: 16 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-Nov-2001 by hagers>; APPROVED <29-Jan-2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 971202 

Subject: EXCHANGES: HYDROELECTRIC POWER PLANTS AND DAMS 
TAGS: OCON, OEXC, TECH, RS 
To: EUR 

SECSTATE WASHDC 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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